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TAGS: PBOR, GT, UK, BH 

SUBJ: FOREIGN MINISTER HOSPITALIZED 

MORNING NEWSPAPER EL GRAFICO OF NOV 6 REPORTED THAT 
FOREIGN MINISTER MOLINA ORANTES HAD BEEN HOSPITALIZED LATE 
NOV 5 SUFFERING FROM A HEART ATTACK. AMBASSADOR 
VISITED HOSPITAL MORNING NOV 6 AND SPOKE WITH MRS 
MOLINA. SHE SAID FAMILY HAD FEARED IT HAD BEEN HEART ATTACK 
BUT IT HAD TURNED OUT TO BE SMALL KIDNEY STONE AND 
FOREIGN MINISTER RESTING COMFORTABLY. 
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